{Uie*, 

PiotteenA. A<f&ut! 

in making available to oil cup 
users the boon of clear, transparent 
"TENITE" UNBREAKABLE OIL CUP 
CYLINDERS IN FIVE POPULAR SIZES TO FIT 
MOST MAKES OF OIL CUPS. 

• "TENITE" unbreakable cylin¬ 
ders are individually molded in water-white 
transparent "Tenite" (an Eastman plastic). 
They are uniform in size, with smooth ends, 
and fit the rim of the oil cup snugly. In short, 
they have all the advantages of ordinary oil 
cup glasses without any of their disadvantages. 

Economize and Modernize with "ESSEX” 


PRICE LIST 


Number 

O. D. 

Height 

Each 

0 

11/4" 

H/s" 

$0.20 

1 

IY 2 " 

13/s" 

0.25 

1V2 

13/4" 

15/s" 

0.30 

2 

2" 

l 7 /s" 

0.35 

3 

31/4" 

2i/s" 

0.40 
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ESSEX "PILOT" 

SNAP LEVER SIERT FEED OILER 

• These oilers contain all the features necessary for the perfect oiling of engine and 
machinery bearings. The rate of feed can be very accurately graded by means of the 
corrugated nut and when once properly adjusted the feed can be entirely shut off and 
started again by operating the snap lever without interfering with the feed regulation. 
They are made of cast brass, are handsome in appearance, and are well proportioned 
and of ample strength to withstand any vibration they may be subjected to. 
• To Operate: Raise lever to stand perpendicular. Raise or lower the 
valve stem by corrugated nut till the proper feed is obtained. To flush 
bearing, move lever to an angle of 45 degrees. Illustration shows cup with 
feed shut off. 


PRICE LIST 

Number . 

00 

0 

1 

1V2 

2 

3 

4 

5 

6 

7 

Outside Diameter of 
Glass, in. 

H/8 

1V4 

1V2 

13/4 

2 

21/4 

21/2 

3 

3/a 

4'A 

Height of Glass, in... 

1 

H/8 

m 


1% 

2Vb 

23/fe 

3 

4 

5 

Capacity, ounces. . . 

1/2 

% 

1 

1J4 

2/2 

4 

5 

10 

PINT 

QUART 

Shank Pipe Thread, in 

1/8 

1/8 

1/4 

% 

% 

% 

X 

Vi 

/2 

% 

Brass Finish, each. . 

$2.75 

$3.00 

$3.25 

$3.50 

$3.75 

$4.25 

$5.25 

$7.25 

$9.25 

$20.00 

Nickel Plated, each. . 

3.25 

3.50 

3.75 

4.00 

4.25 

4.75 

5.75 

8.00 

10.25 

22.00 


N. B. For oil cups equipped with " Tenite ' 
add 10% to the above lists. 


cylinders , 
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